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EGGS  liM  WATER-GLASS 


Surplus  new-laid  eggs  inav  oe  put  down  in  water  glass  at  any  time, 
if  they  are  handled  Dromptly.     Baring  the  spring  months,  if  more  eggs  are  laid 
than  can  he  used  in  ordinary  ways,  a  supply  may  he  put  down  for  use  during  the 
season  when  prices  are  high. 

The  eggs  should  be  put  down  into  water  glass  as  soon  as  possible 
after  gathering.     It  is  a  good  practice  to  candle  every  egg  and  to  discard 
cra-cked  eggs,  using  only  the  sound,  clean,  fresh,  infertile  ones.     Even  minute 
cracks  may  cause  spoilage  and  contaminate  other  eggs  in  the  .jar. 

To  make  water  glass  solution,  boil  11  quarts  of  water,  cool, 
and  add  1  quart  of  sodium  silica.te  (water  glass)  and  mix  well  in  a  nonmetal 
container  previously  cleaned,  scalded,  and  dried.     Most  drug  stores  sell  water 
glass.    A  5-gallon  crock  will  hold  about  12  dozen  eggs  and  leave  room  for  at 
least  2  inches  of  waiter  glass  solution  above  the  last  la.yer.     This  is  very 
necessary.     As  it  is  almost  impossible  to  move  the  crock  safely  after  the  eggs 
are  placed  in  it,  it  is  best  to  decide  beforehand  where  it  is  to  be  stored. 
The  crock  should  be  covered  with  a  tight  lid  to  prevent  evaporation.  Until 
the  12-dozen  capacity  of  the  crock  is  reached,  eggs  iTiay  be  added  whenever 
available.    And  eggs  may  be  talcen  out  at  an^/  time.     If  they  are  used  for  boil- 
ing, a  small  hole  should  be  made  in  one  end  with  a  pin  to  prevent  cracking. 
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